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ACTION VO-03 

INEO OCT-01 EUR-12 ISO-00 SCA-01 /017 W 

056551 

R061752ZEEB 75 
EM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC 3100 

CONEIDENTIAL BRUSSELS 01080 

E.O. 11652: GDS 
TAGS: CVIS, BE 

SUBJECT: MALEUNCTIONING OF TODD PROTECTOGRAPH CERTIEIER, 

ELECTRIC MODEL T-1 10 

REF: A-3326, APRIL 17, 1973; A-82L REF. 19, 1971: 

EMBASSY HAS IN USE TWO ELECTRIC CERTIFIERS, MODEL T-8100 AND 
MMODEL T-1 10. MODEL T-8100 IN GOOD WORKING ORDER; HOWEVER, 

MODEL T-1 10 MALFUNCTIONS AND SHOULD BE REPLACED. PROBLEMS WITH 
MODEL T-1 10. 

1) SEALED TAMPER-PROOE NUMBERING UNIT INEXPLICABLY ON OCCASION 
EITHER EAILS ADVANCE OR JUMPS WHOLE SERIES OE NUMBERS; 

2) NUMBERING UNIT ON VISA PLATE WORKS ERRATICALLY, E.E., 

OPERATES SMOOTHLY EOR PERIOD OE TIME THEN WITHOUT WARNING 
ADVANCES BY SEVERAL NUMBERS; 

3) COVER CANNOT BE LOCKED IN PLACE; 

4) BURROUGHS' REPRESENTATIVE HAS STATED GEARS ARE BADLY WORN AND 
MACHINE COULD BREAK DOWN AT ANY MOMENT; 

5) EXECUTIVE KEY DOES NOT WORK. 

MACHINE IN DAILY USE UNDER CLOSE SUPERVISION OE CONSULAR OFEICER 
ANDIS PROPERLY SAFE-GUARDED IN TOTO AT END EACH WORKING DAY. 
NOTE: THERE IS ABSOLUTELY NO EVIDENCE OF FRAUDULENT MAN- 
IPULATION BY LOCAL EMPLOYEE RESPONSIBLE EOR PRINTING NIV'S. 
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URGENTLY REQUEST AUTHORIZATION TO ORDER REPLACEMENT MODEL T-8100 
EMBASSY'S BUSY NIV SEASON BEGINS IN LATE MARCH AND PROPERLY 
FUNCTIONING CERTIFIER A NECESSITY.RENNER 
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